










TEMPORARY WAR EMERGENCY COLOR CARD 


For both Original Formula and Bakelite Type 

B &. P ENAMEL 



BROWN 


f 


The above chips not made with B 


&L P Enamel and are for color reference only. 


SPREADING RATE 

One gallon of B & P Enamel will cover from 4C0 to 500 square feet one coat 
and from 250 to 300 square feet two coats. These figures are necessarily ap¬ 
proximate, as the spreading rate varies considerably with the condition of the 
surface and the brush work of the person applying the enamel, but they are 
near enough to use in estimating the amount needed for any given job. 

B &L P Enamel can be applied with a brush or spray 


The Tropical Paint & Oil Company Cleveland, Ohio 
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